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27 December 1955 


Dear Burt: 


This will reply to your CHOC Doc. No. 151.757 concerning 
spares ani base electronic facilities. 


The Fly-Away Kit for Gystem No. 1 ant the Unit Easential 
Equipment. lists have been reviewed and found to be camplete. 
While the Fly-Away Kit appears to include some items which 
might heave been omitted, it appeare necessary to include then 
Bix more experience has been gained with Systen No. 1 
maintenance. With respect to the Unit Essential Equipment, 
this, too, appeared generous until reviewed in the light of 

= ite purpose in servicing Systems No. 2 and No. 3 in addition 
to Byatem No. 1. In short, we agree completely with your 
_ iists, Where it is possible to modify them on the basis 
- (of sound operational experience, this will be done. 


Your efforts towards producing a Logical arrangement 
of space and facilities for Main Base Electronic Maintenance 
end Processing ere greatly appreciated. We will press for 
these or similar facilities wherever possible. 
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gtilizes for support operations. 
Essential Equipment to be provided, and for the 
overseas , 


The Fly Away Kit list for System No l includes parts for both Pe 
advance base operations and main base maintenance of System No. 1. The geet 
Unut Easentia) Equipment list includes the equipment required for preflight ©. 
tests of Syvteme No i and No. 3, and the basic lahoratory-type instrumen- * 
tation that is considered essentia) to permit proper maintenance on Systems 
No. Land Ne. 3, and a major portion of the instrumentation required for 
maintenance of System No. 2. The U.E.E, list has been examined carefully . 
with the ciew of minimizing to the greatest extent possible the instrumenta~ — 
tion recommended for main-base operations, and it is believed that none of 
the instruments indicated on the U_E.E. list can be eliminated without. 
rendering it unpussible ta perform complete maintenance and checkout of " 
all of the equipment to be provided under Systems No. 1, No. 2, and No. 3. . 


Pending completion of cost estimates for the provisioning of spare parts 
under the program defined last week, we are submitting two.copies each of . 
the 30-Day F!y-Away Kit list, the Unit Essential Equipment list, the Main 
Base Electronic Facilities Requirements, . and the Advance Base Electronic 
Facility Requirements. We have attached also two copies of a drawing 
showing a suggested layout of the Main Base Electronic Facility, the space 
indicated being presumed adequate to support simultaneous operation of 
Systems No |, No 2, No. 3, and No 4. e 


~The lists and other material enclosed gre being forwarded to you at this . 
/ time so that you may be informed of the steps being taken to support the 
overseas operation in accordance with thelpgreements reached in Wilson's 
presence last week; also, itis thought that you might wish an opportunity 

to review our recommendations prior to thé date on which we submit to 

.. George an amended proposal for the provis%pn. of spare parts and other 

- support equipment. With the exception of t ground test sets to be provided 
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Enclosures: 
1. Fiy-Away Kit List for To weet 
System No. 1 (in dupi.) ~ one 


2. Unit Essential Equipment - ~ 
List for Systems 1 and 3 (in dupl.) 
3. CMCC Doc. No. 19.610, Copies . 
4 and 5 of 15,w/ encl. - Dwg. eas 

<4, © CMCC Doc: No, 19.611, Caples: 
and S5o0f 15 6 6. : a 
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